Strobe Lights For Sale 



FLEET INDUSTRIES 

www.fleet-strobe.com 

For pricing information : Email: lights@fleet-strobe.com Call: 1-800-791-7715 



We sell and service a complete line of safety lighting products. If you don't see an item you 
are searching for here on our website, please contact us. If you are ordering a quantity of 
lights or represent a municipality, school or business and wish to set up an account with us, 
call us at 1-800-791-7715, email us at www.fleet-strobe.com, or click on CONTACT US in 
the menu to the left. 



Warranties vary on products from 1 to 5 years. Lights have a 2 Year warranty, unless 
specifically noted on product info page. The warranty covers parts (excluding bulbs and 
cords) and labor from date of manufacture on all lights. Return defective product to us 
(shipping charges at your cost) for repair or replacement. We will ship repaired or replaced 
product back to you at no charge. This warranty is void in case of abuse or misuse of 
product. 

We sell and service a complete line of safety lighting products. Whether you need a strobe 
light, lightbar or revolving light for a snowplow, rural post office vehicle, forklift or your 
entire fleet, we can supply it. We also stock LEDs, DOT systems, headlight flashers (wig- 
wags), golights, barricade lights, backup alarms and more. If you don't see an item you are 
searching for here on our website, please contact us. If you are ordering a quantity of lights 
or represent a municipality, school or business and wish to set up an account with us, call 
us at 1-800-791-7715, email us at lights@fleet-strobe.com, or click on CONTACT US in the 
menu to the left. If you are outside the contiguous 48 states, please contact us. We would be 
happy to explore the best shipping options to meet your needs 



FI-SI-Mini Toggle 




This SPST lighted switch (red when on) will handle 20 
Amps at 12 VDC. 

The operator needs to attach supplied angle switch holder 
piece to vehicle with supplied bolts. 

One hot connection for both the lighted switch and the 
switch mechanism, ground for the light circuit (3 
connections total) for both circuits. 



The post closest to the metal bracket is the ground for the lighted switch. 

The middle post is for the 12 VDC. The post furthest from the metal bracket is the source 

(to control/power the light) 



IC-72A 




E Height: 7 3/4" (19.68 cm) 
E Dia: 8 1/16" (20.48 cm) 
E 24 VDC available 



E This is a heavy duty revolving light 

13 The base of this light is open and sealed to a surface 

using a supplied rubber gasket. 

E 2 sealed beams 

0 Voltages: 12 VDC standard (24 VDC optional) 
E Anodized spun aluminum housing 
E Flash rate 90 fpm 

E Exceeds SAE low temp operation J845 



Shipping Info 

Our goal is to ship your order the day it is received, or the following day, depending on time 
of day, and the day of receipt of your order. (We ship Monday through Friday.) If there is a 
delay due to lack of inventory we will notify you via email or by phone. 

If you wish OVERNIGHT or any other option other than GROUND transportation, please call 
us so that we may facilitate that option for you. If you are outside the contiguous 48 states, 
please call us to explore the best shipping options to meet your needs. 

Model 747P Barricade Light 

Thick plastic case, damage resistant 
Years of trouble free service 

Weather and moisture resistant encapsulated circuits 
Solid state design resistant to vibration damage 
Operates on standard 6 VDC batteries (spring-terminal) 
Photocell turns unit on at dusk, off at dawn. 
65 fpm 




For More Information Please Visit Our Site 
http://www.fleet-strobe.com 



